RG104 E-1 Box 134 Apr-July 1885 
{i of the {\nited States ut {| hiladelphia, {h : 


COINER’S. DEPARTMENT, 


Sf la 6" s980e 


Hon. dant ir. Fax 
Su preuntieden 
Sw t— 
fies Diet fr Comape,, Che Opofarosatue hoak 
And , (ny wriore elect on Ue heattte (Te 
Qa) waleia, OnS Ne receasls fer A (nea lin 
Oman Overtenk, J ulle 2c Antena 
the erufoloy ment of Cup nar, Ady ualira, Le 
atlove om Gt. fren 
eae ee ee 


aur _otrah St 


fb eel, 


NARA RG104, Entry 1, Box 134 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
July 18, 1885 


Hon. Danl. M. Fox 
Superintendent 


Sir: - 


In view of the heavy demand on this Mint for coinage, the oppressive heat and its 
injurious effect on the health of the Adjusters, and the necessity for a greater amount of 
overwork. I respectfully recommend the employment of temporary adjusters, to relieve our 
regular force. 


Very Respectfully 
Your Obdt. Svt. 
WS. Steel 

Coiner 


